ETag: "b0190f5473c146b1e3dc33a50fb75fbe"
accept-encoding: identity
authorization: LOW BqkdJkc8PJ1YqV61:REDACTED_BY_IA_S3
connection: close
content-length: 5036
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Thomas W. Thrash, Jr
x-archive-meta-case-cause: 31:3730 False Claims Act
x-archive-meta-case-name: Unites States of America, ex rel et al v. The Medical Center, Inc. et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: gand
x-archive-meta-date-case-filed: 2008-04-01
x-archive-meta-date-case-terminated: 2010-12-03
x-archive-meta-date-last-filing: 2010-08-25
x-archive-meta-docket-num: 1:08-cv-01273
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: Plaintiff
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 370 Fraud or Truth-In-Lending
x-archive-meta-pacer-case-num: 150372
x-archive-queue-derive: 0
x-upload-date: 2013-06-27T15:53:34.000Z
